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STANDARDS ACT, 1993 

AMENDMENT OF COMPULSORY SPECIFICATION FOR ELECTRICAL 
AND ELECTRONIC APPARATUS 

I, Alexander Erwin, Minister of Trade and Industry, hereby under section 22 (1) (a) 
(i) of the Standards Act, 1993 (Act No. 29 of 1993), and on the recommendation of 
the Council of the South African Bureau of Standards, with effect from the date two 
months after the date of publication of this notice, declare the amendment to the 
specification contained in the Schedule, to be compulsory. 



A Erwin 

Minister of Trade and Industry 
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SCHEDULE 

AMENDMENT TO THE COMPULSORY SPECIFICATION 
FOR ELECTRICAL AND ELECTRONIC APPARATUS 

Subsection 3,3 

In the first line, delete "3.3.7" and insert "3.3.8". 

Subsection 3.3.2.17 

In the heading and in the first and third lines, delete "refrigerators, food-freezers and ice-makers" and insert 
"refrigerating appliances, ice-cream appliances and ice-makers". 

Subsection 3.3.2.48 

Delete the entire subsection and insert "Deleted by amendment.". 

Subsection 3.3.3 

Delete the existing subsection and insert the following: 

3.3.3 Particular requirements for iuminaires 

Luminaires shad comply with the requirements of the appropriate of the following specifications: 

SABS lEC 60598-1 , Luminaires - Part 1: General requirements and tests, as published by Government Notice 
No. 250 of 20 February 1998; 

SA8S IEC 60598-2-1, Luminaires - Part 2: Particular requirements - Section 1: Fixed general-purpose 
luminaires, as published by Government Notice No. 22031 of 09 February 2001; 

SABS IEC 60598-2-2, Luminaires - Part 2: Particular requirements - Section 2: Recessed luminaires, as 
published by Government Notice No. 399 of 1 April 1999; 

SABS IEC 60598-2-3, Luminaires - Part 2: Particular requirements - Section 3: Luminaires for road and street 
lighting, as published by Government Notice No. 399 of 1 April 1999; 

SABS IEC 60598-2-4, Luminaires - Part 2: Particular requirements - Section 4: Portable general purpose 
luminaires, as published by Government Notice No. 1288 of 16 October 1998; 

SABS IEC 60598-2-5, Luminaires - Part 2-5: Particular requirements - Floodlights, as published by 
Government Notice 973 or 6 October 2000; 

SABS IEC 60598-2-6, Luminaires - Part 2: Particular requirements - Section 6: Luminaires with built-in 
transformers or convertors for filament lamps, as published by Government Notice No. 22031 of 09 
February 2001; 

SABS IEC 60598-2-7, Luminaires - Part 2: Particular requirements -Section 7: Portable iuminaires for garden 
use t as published by Government Notice No. 22031 of 09 February 2001; 

SABS (EC 60598-2-8, Luminaires- Part 2: Particular requirements - Section 8: Handlamps, as published by 
Government Notice No. 22031 of 09 February 2001; 

SABS IEC 60598-2-9, Luminaires - Part 2: Particular requirements - Section 9: Photo and film luminaires 
(non-professional), as published by Government Notice No. 22031 of 09 February 2001; 
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SABS (EC 60598-2-10, Luminaires - Part 2: Particular requirements - Section 10: Portable child-appealing 
luminaires, as published by Government Notice No. 22031 of 09 February 2001; 

SABS IEC 60598-2-17, Luminaires - Part 2: Particular requirements - Section 17: Luminaires for stage 
lighting, television, film and photographic studios (outdoor and indoor), as publ ished by Government Notice No. 
22031 of 09 February 2001; 

SABS IEC 60598-2-18, Luminaires - Part 2: Particular requirements - Section 18: Luminaires for swimming 
pools and similar applications, as published by Government Notice No. 22031 of 09 February 2001; 

SABS IEC 60598-2-19, Luminaires - Part 2: Particular requirements - Section 19: Air-handling luminaires 
(safety requirements), as published by Government Notice No. 22031 of 09 February 2001; 

SABS IEC 60598-2-20, Luminaires - Part 2: Particular requirements - Section 20: Lighting chains, as 
published by Government Notice No. 22031 of 09 February 2001; 

SABS IEC 60598-2-23, Luminaires - Part 2: Particular requirements - Section 23: Extra low voltage lighting 
systems for filament lamps, as published by Government Notice No. 22031 of 09 February 2001; 

SABS IEC 60598-2-24, Luminaires - Part 2-24: Particular requirements - Luminaires with limited surface 
temperatures, as published by Government Notice No. 1288 of 16 October 1998; 

SABS IEC 60598-2-25, Luminaires -Part 2: Particular requirements - Section 25: Luminaires for use in clinical 
areas of hospitals and health care buildings, as published by Government Notice No. 22031 of 09 February 
2001; 

SABS 1464-22, Safety of luminaires - Part 22: Luminaires for emergency lighting, as published by Government 
Notice No. 841 of 24 May 1996; and 

SABS IEC 60570, Electrical supply track systems for luminaires, as published by Government Notice No. 1585 
of 4 October 1 996. 

Subsection 3.3.8 

Add the following new subsection: 

3.3.8 Requirements for electrical equipment for measurement, control and laboratory use. 

Electrical equipment for measurement, control and laboratory use shall comply with the requirements of the 
appropriate of the following specifications, as published by Government Notice No, 841 of 24 May 1996: 

SABS IEC 61010-1; Safety requirements for electrical equipment for measurement control, and laboratory 
use 

Part 1: General requirements; 

Part 2-010: Particular requirements for laboratory equipment for the heating of materials; 

Part 2-020: Particular requirements for laboratory centrifuges; 

Part 2-031: Particular requirements for hand-held probe assemblies for electrical measurement and test 
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DEPARTMENT OF TRADE AND INDUSTRY 

DEPARTEMENT VAN HANDEL EN NYWERHEID 

No. R. 991 26 July 2002 



STANDARDS ACT, 1993 



AMENDMENT TO THE COMPULSORY SPECIFICATION FOR ELECTRICAL 
AND ELECTRONIC APPARATUS (VC8055) 

I, Alexander Erwin, Minister of Trade and Industry, hereby under section 22 
(1) (a) (ii) of the Standards Act, 1993 (Act No. 29 of 1993), and on the 
recommendation of the Council of the South African Bureau of Standards, with 
effect from 2 months from the date of publication, declare the amendments to the 
specification contained in the schedule attached hereto, to be compulsory. 




|Wcl-t I 



A ERWIN 

Minister of Trade and Industry 
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SCHEDULE 
AMENDMENT TO THE COMPULSORY SPECIFICATION 

for 
ELECTRICAL AND ELECTRONIC APPARATUS 

Subsection 1.2 

Delete subsection (a) and renumber subsections (b) to (e) to read (a) to (d): 



Subsection 3,3,2,15 

Delete the existing text and insert the following: 

Storage water heaters shall comply with the requirements of SABS 60335-2-21 , Safety ofhousehol 
and similar electrical appliances - Part 2: Particular requirements for storage water heaters, as 
published by Government Notice No. 1 148 of 17 November 2000. 

Subsection 3.3.2.65 

In the heading and in the first line, after "3.3.2.64", insert "or 3.3.2.66 to 3.3.2.85". 
Add the following new subsections: 

3.3.2.66 Particular requirements for shavers, hair clippers and similar appliances 

Shavers, hair clippers and similar appliances shall comply with the requirements of 
SABS IEC 60335-2-8, Safety of household and similar electrical appliances - Part 2: Particular 
requirements for shavers, hair clippers and similar appliances, as published by Government Notice 
No. 1364 of 23 August 1996. 

3.3.2.67 Particular requirements for automatic machines for floor treatment for commercial 
and industrial use 

Automatic machines for floor treatment for commercial and industrial use shall comply with the 
requirements of SABS IEC 60335-2-72, Safety of household and similar electrical appliances - 
Part 2: Particular requirements for automatic machines for floor treatment for commercial and 
industrial use, as published by Government Notice No. 581 of 18 April 1997. 

3=3.2,68 Particular requirements for commercial dispensing appliances and vending 
machines 

Commercial dispensing appliances and vending machines shall comply with the requirements of 
SABS IEC 60335-2-75, Safety of household and similar electrical appliances - Part 2: Particular 
requirements for commercial dispensing appliances and vending machines, as published by 
Government Notice No. 581 of 18 April 1997. 

3.3.2.69 Particular requirements for electric fence energfeers 

Electric fence energizers shall comply with the requirements of SABS IEC 60335-2-76, Safety of 
household and similar electrical appliances - Part 2: Particular requirements for electric fence 
energizers, as published by Government Notice No. 1288 of 16 October 1998. 
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3.3.2.70 Particular requirements for pedestrian controlled mains-operated lawnmowers 

Pedestrian controlled mains-operated lawnmowers shall comply with the requirements of 
SABS 60335-2-77, Safety of household and similar electrical appliances -Part 2: Particular require- 
ments for pedestrian controlled mains-operated lawnmowers, as published by Government Notice 
No. 1 148 of 17 November 2000. 

3.3.2.71 Particular requirements for outdoor barbecues 

Outdoor barbecues shall comply with the requirements of SABS IEC 60335-2-78, Safety of 
household and similar electrical appliances - Part 2: Particular requirements for outdoor barbecues, 
as published by Government Notice No. 1288 of 16 October 1998. 

3.3.2.72 Particular requirements for high pressure cleaners and steam cleaners, for industria 
and commercial use 

High pressure cleaners and steam cleaners for industrial and commercial use shall comply with the 
requirements of SABS IEC 60335-2-79, Safety of household and similar electrical appliances - 
Part 2: Particular requirements for high pressure cleaners and steam cleaners, for industrial and 
commercial use t as published by Government Notice No. 1288 of 16 October 1998. 

3.3.2.73 Particular requirements for fans 

Fans shall comply with the requirements of SABS IEC 60335-2-80, Safety of household and similar 
electrical appliances - Part 2: Particular requirements for fans, as published by Government Notice 
No. 1288 of 16 October 1998. 

3.3,2 J4 Particular requirements for foot warmers and heating mats 

Foot warmers and heating mats shall comply with the requirements of SABS IEC 60335-2-81 , Safet 
of household and similar electrical appliances - Part 2: Particular requirements for foot warmers an 
heating mats, as published by Government Notice No. 181 of 25 February 2000. 

3.3.2.75 Particular requirements for toilets 

Toilets shall comply with the requirements of SABS IEC 60335-2-84, Safety of household and simila 
electrical appliances - Part 2-84: Particular requirements for toilets, as published by Government 
Notice No. 973 of 6 October 2000. 

3.3.2.76 Particular requirements for fabric steamers 

Fabric steamers shall comply with the requirements of SABS IEC 60335-2-85, Safety of household 
and similar electrical appliances ~ Part 2: Particular requirements for fabric steamers, as published 
by Government Notice No. 399 of 1 April 1999. 

3.3.2 .77 Particular requirements for electric fishing machines 

Electric fishing machines shall comply with the requirements of SABS IEC 60335-2-86, Safety of 
household and similar electrical appliances - Part 2-86: Particular requirements for electric fishing 
machines, as published by Government Notice No, 973 of 6 October 2000. 

3.3.2 J8 Particular requirements for electric animal-stunning equipment 

Electric animal-stunning equipment shall comply with the requirements of SABS IEC 60335-2-87, 
Safety of household and similar electrical appliances - Part 2-87: Particular requirements for electric 
animal-stunning equipment, as published by Government Notice No. 973 of 6 October 2000. 
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3.3.2.79 Particular requirements for humidifiers intended for use with heating, ventilation, 
or air-conditioning systems 

Humidifiers intended for use with heating, ventilation, or air-conditioning systems shall comply with 
the requirements of SABS I EC 60335-2-88, Safety of household and similar electrical appliances - 
Part 2: Particular requirements for humidifiers intended for use with heating, ventilation, or air- 
conditioning systems, as published by Government Notice No. 399 of 1 April 1999. 

3.3.2.80 Particular requirements for commercial microwave ovens 

Commercial microwave ovens shall comply with the requirements of SABS IEC 60335-2-90, Safely 
of household and similar electrical appliances - Part 2: Particular requirements for commercial 
microwave ovens, as published by Government Notice No. 181 of 25 February 2000. 

3.3.2.81 Particular requirements for walk-behind and hand-held Sawn trimmers and lawn edg 
trimmers 

Walk-behind and hand-held lawn trimmers and lawn edge trimmers shall comply with the require- 
ments of SABS IEC 60335-2-91 , Safety of household and similar electrical appliances - Part 2-91: 
Particular requirements for walfabehind and hand-held lawn trimmers and lawn edge trimmers, as 
published by Government Notice No. 181 of 25 February 2000. 

3.3.2.82 Particular requirements for scissors type grass shears 

Scissors type grass shears shall comply with the requirements of SABS IEC 60335-2-94, Safety of 
household and similar electrical appliances - Part 2-94: Particular requirements for scissors type 
grass shears, as published by Government Notice No. 973 of 6 October 2000. 

3.3.2.83 Particular requirements for drives for vertically moving garage doors for residential 
use 

Drives for vertically moving garage doors for residential use shall comply with the requirements of 
SABS IEC 60335-2-95, Safety of household and simitar electrical appliances - Part 2-95: Particular 
requirements for drives for vertically moving garage doors for residential use, as published by 
Government Notice No. 901 of 23 July 1999. 

3.3.2.84 Particular requirements for drives for rolling shutters, awnings, blinds and similar 
equipment 

Drives for rolling shutters, awnings, blinds and similar equipment shall comply with the requirements 
of SABS IEC 60335-2-97, Safety of household and similar electrical appliances - Part 2-97: 
Particular requirements for drives for rolling shutters, awnings, blinds and similar equipment as 
published by Government Notice No. 901 of 23 July 1999. 

3.3.2.85 Particular requirements for humidifiers 

Humidifiers shall comply with the requirements of SABS IEC 60335-2-98, Safety of household and 
similar electrical appliances - Part 2: Particular requirements for humidifiers, as published by 
Government Notice No. 181 of 25 February 2000. 

Subsection 3.3.3 

Delete "and" before "Part 19" and at the end of the subsection, change the full stop to a comma and 
add "and Part 25; Luminaires for use in clinical areas of hospitals and health care buildings, as 
published by Government Notice No. 411 of 27 March 1998.". 

Subsection 3.3.4.16 

In the heading and in the first line, after "3.3.4.15", insert "or 3.3.4.17". 
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Add the following new subsection: 

3.3.4.1 7 Particular requirements for tackers 

Tackers shall comply with the requirements of SABS IEC 60745-2-16, Safety of hand-held motor- 
operated electric tools - Part 2: Particular requirements for tackers, as published by Government 
Notice No. 581 of 18 April 1997. 

Subsection 3,3.6 

Delete the existing subsection and insert the following: 

3.3,6 Particular requirements for safety of blankets, pads and similar flexible heating 
appliances 

Blankets, pads and similar flexible heating appliances shall comply with the requirements of 
SABS I EC 60335-2-1 7, Safety of household and similar electrical appliances - Part 2- 1 7: Particular 
requirements for blankets, pads and similar flexible heating appliances, as published by Govemmen 
Notice No. 973 of 6 October 2000. 

Subsection 3.3.7.8 

In the heading and in the first line, after "3.3.7.7" insert "or 3.3.7.9 to 3.3.7.1 1". 

Add the following new subsections: 

3.3.7.9 Particular requirements for single spindle vertical moulders 

Single spindle vertical moulders shall comply with the requirements of SABS IEC 61029-2-8, Safety- 
of transportable motor-operated electric tools - Part 2: Particular requirements for single spindle 
vertical moulders, as published by Government Notice No. 1288 of 16 October 1998. 

3-3 J.10 Particular requirements for mitre saws 

Mitre saws shall comply with the requirements of SABS IEC 61029-2-9, Safety of transportable 
motor-operated electric tools - Part 2: Particular requirements for mitre saws, as published by 
Government Notice No. 1288 of 16 October 1998. 

3.3 J.11 Particular requirements for eutting-off grinders 

Cutting-off grinders shall comply with the requirements of SABS IEC 61029-2-10, Safety of trans- 
portable motor-operated electric tools - Part 2-10: Particular requirements for cutting-off grinders, 
as published by Government Notice No, No. 973 of 6 October 2000, 

Notice 

Delete the notice. 



VC ?05S- 



No. R. 1792 8 November 1996 

STANDARDS ACT, 1993 

COMPULSORY SPECIFICATION FOR ELECTRICAL AND ELECTRONIC APPARATUS 

l F Alec Erwin, Minister of Trade and Industry, hereby under section 22 (1) (a) (ii) of the Standards Act, 1993 (Act No. 29 of 
1993), and on the recommendation of the Council of the South African Bureau of Standards, with effect from the tabulated dates 
of implementation, declare the specification for electrical and electronic apparatus contained in the Schedule, to be 
compulsory, with the simultaneous withdrawal of the existing compulsory specifications for the corresponding commodities as 
indicated. 

A. ERWIN 
Minister of Trade and Industry 
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SCHEDULE 

COMPULSORY SPECIFICATION FOR 
ELECTRICAL AND ELECTRONIC APPARATUS 



1 Scope 

1.1 This specification covers safety requirements for the following electrical and electronic apparatus: 

a) household and similar appliances that have rated voltages not exceeding 250 V for single-phase a.c. 
appliances and 480 V for other appliances. This group of appliances might incorporate motors or 
heating elements or a combination of these, and includes appliances not intended for normal 
household use (such as appliances intended to be used by laymen in shops, in light industry and on 
farms) and that might be a source of danger to the public; 

b) mains operated electronic and related apparatus for household and similar general use. that has 
r.m.s. rated voltages not exceeding 433 V between phases in the case of apparatus for three-phase 
supply, and 250 V in all other cases. This apparatus includes the following items that are intended to 
be connected to the supply mains, either direct or indirect, that are intended for domestic and similar 
general indoor use and that are not subject to dripping or splashing: 

1 ) radio receiving apparatus for sound or vision; 

2) amplifiers; 

3) independent load transducers and source transducers; 

4) motor-driven apparatus that comprises one or more of the items of apparatus mentioned in (1) to 
(3) above, such as radios, record players and tape recorders: 

5) other apparatus, such as antenna amplifiers, supply apparatus and cable-connected remote 
control devices, that are to be used in combination with the apparatus mentioned in (1 ) to (4) above; 

6) electronic musical instruments; 

7) electronic accessories, such as rhythm generators, self-contained tone generators, and music 
tuners, for use with electronic or non-electronic musical instruments; 

c) hand-held motor-operated electric or magnetically driven tools, intended for indoor or outdoor use and 
for operation on a single-phase or a three-phase 50 Hz a.c. supply at a voltage not exceeding 440 V 
or at a d.c. supply voltage not exceeding 250 V. Hand-held motor-operated electric tools that can be 
mounted on a support for use as fixed tools without any alteration of the tool itself, fall within the scope 
of this specification; 

d) luminaires for use with tungsten filament, tubular fluorescent or other discharge lamps on supply 
voltages not exceeding 1 000 V: 

e) information technology equipment, including electrical business equipment and telecommunications 
and associated equipment of rated voltage not exceeding 600 V. 

Examples of equipment that falls within the scope of this specification are data and text processing 
equipment, personal computers, visual display units, data preparation equipment, data terminal 
equipment, data circuit terminating equipment, typewriters, calculators, accounting and bookkeeping 
machines, cash registers, point-of-saie terminals, paper tape readers and punchers, staplers, 
duplicators, copying machines, electrically operated erasers, electrically operated pencil sharpeners. 
mail processing machines, document shredding machines, magnetic tape handlers, motor-operated 
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files, dictation equipment, micrographic office equipment, monetary processing machines, electrically 
operated drawing machines (plotters), paper trimmers (punches, cutting machines, separators), paper 
jogging machines, postage machines and teleprinters. 

This list is not intended to be comprehensive and equipment that is not listed does not necessarily fall 
outside the scope of this specification; 

f) transportable motor-operated electric or magnetically driven tools, intended for indoor and outdoor 
use, and that have all the following characteristics: 

- easily moved by one person (simple devices such as handles and wheels might be incorporated 
to facilitate transportation); 

- used in a safe, stationary position with or without the need for fixings such as clamping devices and 
bolts; 

- used under the control of an operator; 

- not intended for continuous production or use in a production line; 

- intended to be connected to a power supply by a flexible cord and a plug; 

- maximum rated voltage not exceeding 250 V for single-phase a.c. or d.c. power supplies, or 440 V 
for three-phase a.c. power supplies; and 

- maximum rated input power not exceeding 2 500 W for single-phase a.c. or d.c. power supplies, 
or 4 000 W for three-phase a.c. power supplies. 

NOTES 

1 These tools are commonly known as "transportable motor-operated electric tools" Examples are circular saws, band 
saws, planers, thicknessers, radial arm saws, spindle moulders, fret saws, jig saws, mitre/chop saws, wood lathes, belt 
sanders. disc sanders. thicknessers-planers, chain mortis ers. multipurpose machines, combing machines, metal lathes. 
bench grinders, bench drilling machines, pipe threaders, pipe benders, pipe saws, key cutting machines, sharpening 
machines, sheet metal shears, concrete driils. concrete saws, wood shredders and pipe cleaners. 

2 In addition, special driving mechanisms for cooling pumps, and dust-exhaust devices are allowed. 

3 When tods are used in locations where special conditions prevail, for example explosive atmospheres or areas where 
hazards arising from dust and fire are likely to occur, special precautionary measures or special types of construction are 
necessary. 

4 Multifunction tools that have clearly separate modes of operation are required to comply separately with the 
requirements applicable to each mode of operation. 

5 Attention is drawn to the fact that 

a) any electronic product that generates electromagnetic radiation in the ultra-violet region, namely: 

- any sunlamp designed for the tanning of the skin of a human being; 

- any therapeutic lamp; 

- any high-intensity mercury -vapour discharge lamp; 

- any intraoral curing device; and 

- any ultra-violet A lamp, including black lights; and 

b) any electronic product that emits electromagnetic radiation in the infra-red region, namely: 

- any industrial heating and drying lamp installation exceeding 200 W: and 

- any medical lamp exceeding 200 W 

also has to comply with the Hazardous Substances Act, 1973 (Act 1 5 of 1973). This Act is administered by the Depart- 
ment of Health. 
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1 .2 This specification is not applicable to 

a) electric fence energizers, 

b) apparatus designed exclusively for industrial purposes, 

c) appliances designed exclusively for use in locations where special conditions prevail, such as in the 
presence of a corrosive or an explosive atmosphere (dust, vapour or gas), 

d) separate motors that are intended as components for other machinery, and 

e) appliances for high-frequency heating, other than microwave ovens. 

2 Definition 

For the purposes of this specification, the following definition applies: 

proof of compliance: Documented proof issued by a laboratory accredited by the Department of Trade 
and Industry or by any other laboratory accredited in terms of an applicable internationally recognized 
laboratory accredition scheme or, in the absence of an accredited laboratory, by a laboratory acceptable 
to the SABS. 

3 Requirements 

3.1 Marking requirements 

3.1.1 The essential characteristics, as detailed in the relevant subsection of this specification, the 
recognition and observance of which will ensure that the electrical equipment will be used safely and as 
it was intended to be used, shall be marked on the equipment, or, if this is not feasible owing to 
dimensional, constructional or any other constraints, on an accompanying notice. 

3.1 .2 The manufacturer's name or brand name or trade mark shall be clearly indicated on the electrical 
equipment, or, where this is not feasible owing to dimensional, constructional or any other constraints, 

on the packaging. 

3.2 General requirements 

3.2.1 Design and construction 

Electrical and electronic equipment shall be so designed and constructed that protection against electric 
shock and other hazards is assured provided that the equipment is used as it was intended to be used 
and is adequately maintained. The equipment shall be such that 

a) it, together with its component parts, can be safely and properly assembled and connected, 

b) persons and domestic animals are adequately protected against danger of physical injury or other 
harm which might be caused by direct or indirect electrical contact, 

c) no temperatures, electrical discharges or radiation that could cause danger, are produced, 

d) persons, domestic animals and property are adequately protected against non-electrical dangers 
caused by electrical equipment, 

e) the insulation is suitable for foreseeable conditions, 

f) it satisfies the mechanical requirements in such a way that persons, domestic animals and property 
are not endangered, 
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g) it is resistant to non-mechanica! influences in expected environmental operating conditions, in such 
a way that persons, domestic animals and property are not endangered, 

h) it does not endanger persons, domestic animals and property in foreseeable conditions of overload, 
and 

i) in general, it is safe for use in all foreseeable conditions. 

3.2.2 Proof of compliance 

3.2J2.1 Proof of compliance shall be available in respect of each item of apparatus covered by the scope 
of this specification, where this specification is applicable. 

3.2.2.2 Such proof of compliance shall be available for inspection within five working days after a request 
for inspection has been made by a duly authorized person. 

322.3 Failure to provide such proof of compliance shall constitute reasonable grounds to suspect that 
the item of apparatus does not comply with the requirements of this specification. 

3.3 Particular requirements 

Electrical and electronic apparatus that complies with the particular requirements of 3.3.1 to 3.3.7 
(inclusive) is deemed to comply fully with the requirements of 3.1 and 3.2. 

The requirements mentioned in 3.3.1 to 3.3.7 (inclusive) refer to electrical and electronic apparatus in 
general terms. The apparatus intended to be covered and that should satisfy the specific requirements 
is detailed in the scope of the specific SABS IEC standard referred to. 

3.3.1 Safety requirements for mains operated electronic and related apparatus for house- 
hold and similar general use 

Mains operated electronic and related apparatus for household and similar general use shall comply with 
the requirements of SABS IEC 65, Safety requirements for mains operated electronic and related 
apparatus for household and similar general use, as published by Government Notice No. 1436 of 
13 August 1993. 

3.3.2 Requirements for household and similar electrical appliances 

3.3.2.1 Particular requirements for vacuum cleaners and water suction cleaning appliances 

Vacuum cleaners and water suction cleaning appliances shall comply with the requirements of 
SABS EC 335-2-2, Safety of household and similar electrical appliances - Part 2-2: Particular require- 
ments for vacuum cleaners and water suction cleaning appliances, as published by Government Notice 
No. 1436 of 13 August 1993. 

3.3.2.2 Particular requirements for electric irons 

Electric irons shall comply with the requirements of SABS IEC 335-2-3, Safety of household and similar 
electrical appliances - Part 2-3: Particular requirements for electric irons, as published by Government 
Notice No. 1436 of 13 August 1993. 

3.3.2.3 Particular requirements for spin extractors 

Spin extractors shall comply with the requirements of SABS IEC 335-2-4, Safety of household and similar 
electrical appliances - Part 2-4: Particular requirements for spin extractors, as published by Government 
Notice No. 68 of 26 January 1996. 
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3.3.2.4 Particular requirements for dishwashers 

Dishwashers shall comply with the requirements of SABS IEC 335-2-5, Safety of household and similar 
electrical appliances - Part 2-5: Particular requirements for dishwashers, as published by Government 
Notice No. 1851 of 1 December 1995. 

3.3.2.5 Particular requirements for cooking ranges, cooking tables, ovens and similar appliances 
for household use 

Cooking ranges, cooking tables, ovens and similar appliances for household use shall comply with the 
requirements of SABS EC 335-2-6, Safety of household and similar electrical appliances - Part 2-6: Par- 
ticular requirements for cooking ranges, cooking tables, ovens and similar appliances for household use, 
as published by Government Notice No. 1436 of 13 August 1993. 

3.3.2.6 Particular requirements for washing machines 

Washing machines shall comply with the requirements of SABS IEC 335-2-7, Safety of household and 
similar electrical appliances - Part 2-7, Particular requirements for washing machines, as published by 
Government Notice No. 1436 of 13 August 1993. 

3.3.2.7 Particular requirements for toasters, grills, roasters and similar appliances 

Toasters, grills, roasters and similar appliances shall comply with the requirements of SABS IEC 335-2-9, 
Safety of household and similar electrical appliances - Part 2-9: Particular requirements for toasters, 
grills, roasters and similar appliances, as published by Government Notice No. 1851 of 
1 December 1995. 

3.3.2.8 Particular requirements for floor treatment machines and wet scrubbing machines 

Floor treatment machines and wet scrubbing machines shall comply with the requirements of 
SABS IEC 335-2-1 0, Safety of household and similar electrical appliances - Part 2- 1 0: Particular require- 
ments for floor treatment machines and wet scrubbing machines, as published by Government Notice 
No. 1436 of 13 August 1993. 

3.3.2.9 Particular requirements for tumble dryers 

Tumble dryers shall comply with the requirements of SABS IEC 335-2-11, Safety of household and 
similar electrical appliances - Part 2-11: Particular requirements for tumbler dryers, as published by 
Government Notice No. 68 of 26 January 1996. 

3.3.2.10 Particular requirements for warming plates and similar appliances 

Warming plates and similar appliances shall comply with the requirements of SABS IEC 335-2-1 2, Safety 
of household and similar electrical appliances - Part 2- 12: Particular requirements tor warming plates 
and similar appliances, as published by Government Notice No. 1851 of 1 December 1995. 

3.3.2.1 1 Particular requirements for deep fat fryers, frying pans and similar appliances 

Deep fat fryers, frying pans and similar appliances shall comply with the requirements of 
SABS IEC 335-2-1 3, Safety of household and similar electrical appliances - Part 2-13: Particular require- 
ments for deep fat fryers, frying pans and similar appliances, as published by Government 
Notice No. 1851 of 1 December 1995. 

3.3.2.12 Particular requirements for electric kitchen machines 

Electric kitchen machines shall comply with the requirements of SABS IEC 335-2-1 4 ( Safety of household 
and similar electrical appliances - Part 2- 14: Particular requirements for kitchen machines, as published 
by Government Notice No. 68 of 26 January 1 996. 
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3.3.2.13 Particular requirements for appliances for heating liquids 

Appliances for heating liquids shall comply with the requirements of SABS IEC 335-2-15, Safety of 
household and similar electrical appliances - Part 2-15: Particular requirements for appliances for 
heating liquids, as published by Government Notice No. 1436 of 13 August 1993. 

3.3.2.14 Particular requirements for food waste disposers 

Food waste disposers shall comply with the requirements of SABS IEC 335-2-16, Safety of household 
and similar electrical appliances - Part 2-16: Particular requirements for food waste disposers, as 
published by Government Notice No. 68 of 26 January 1996. 

3.3.2.15 Particular requirements for storage water heaters 

Storage water heaters shall comply with the requirements of SABS IEC 335-2-21 , Safety of household 
and similar electrical appliances - Part 2-21: Particular requirements for storage water heaters, as 
published by Government Notice No. 1 436 of 1 3 August 1 993. 

3.3.2.16 Particular requirements for appliances for skin or hair care 

Appliances for skin or hair care shall comply with the requirements of SABS IEC 335-2-23, Safety of 
household and similar electrical appliances - Part 2-23: Particular requirements for appliances for skin 
or hair care, as published by Government Notice No. 1 436 of 13 August 1 993. 

3.3.2.17 Particular requirements for refrigerators, food-freezers and ice-makers 

Refrigerators, food-freezers and ice-makers shall comply with the requirements of SABS IEC 335-2-24, 
Safety of household and similar electrical appliances - Part 2-24: Particular requirements for 
refrigerators, food-freezers and ice-makers, as published by Government Notice No. 1436 of 
13 August 1993. 

3.3.2.18 Particular requirements for microwave ovens 

Microwave ovens shall comply with the requirements of SABS IEC 335-2-25, Safety of household and 
similar electrical appliances - Part 2-25: Particular requirements for microwave ovens, as published by 
Government Notice No. 68 of 26 January 1996. 

3.3.2.19 Particular requirements for clocks 

Clocks shall comply with the requirements of SABS IEC 335-2-26, Safety of household and similar 
electrical appliances - Part 2-26: Particular requirements forelocks, as published by Government Notice 
No. 68 of 26 January 1996. 

3.3.2.20 Particular requirements for ultra-violet and infra-red radiation skin treatment appliances 
for household use 

Ultra-violet and infra-red radiation skin treatment appliances for household use shall comply with the 
requirements of SABS IEC 335-2-27, Safety of household and similar electrical appliances - Part 2-27: 
Particular requirements for ultra-violet and infra-red radiation skin treatment appliances for household 
and similar use, as published by Government Notice No. 68 of 26 January 1996. 

3.3.2.21 Particular requirements for sewing machines 

Sewing machines shall comply with the requirements of SABS IEC 335-2-28, Safety of household and 
similar electrical appliances - Part 2-28: Particular requirements for sewing machines, as published by 
Government Notice No. 68 of 26 January 1996. 
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3.3.2.22 Particular requirements for battery chargers 

Battery chargers shall comply with the requirements of SABS IEC 335-2-29, Safety of household and 
similar electrical appliances - Part 2-29: Particular requirements for battery chargers, as published by 
Government Notice No. 68 of 26 January 1 996. 

3.3.2.23 Particular requirements for room heaters 

Room heaters shall comply with the requirements of SABS IEC 335-2-30, Safety of household and 
similar electrical appliances - Part 2-30: Particular requirements for room heaters, as published by 
Government Notice No. 1436 of 13 August 1993. 

3.3.2.24 Particular requirements for range hoods 

Range hoods shall comply with the requirements of SABS IEC 335-2-31 , Safety of household and similar 
electrical appliances - Part 2-31: Particular requirements for range hoods, as published by Government 
Notice No. 68 of 26 January 1 996. 

3.3.2.25 Particular requirements for massage appliances 

Massage appliances shall comply with the requirements of SABS IEC 335-2-32, Safety of household and 
similar electrical appliances - Part 2-32: Particular requirements for massage appliances, as published 
by Government Notice No. 68 of 26 January 1996. 

3.3.2.26 Particular requirements for motor-compressors 

Motor-compressors shall comply with the requirements of SABS IEC 335-2-34, Safety of household and 
similar electrical appliances - Part 2-34: Particular requirements for motor-compressors, as published 
by Government Notice No. 1436 of 13 August 1993. 

3.3.2.27 Particular requirements for instantaneous water heaters 

Instantaneous water heaters shall comply with the requirements of SABS IEC 335-2-35, Safety of house- 
hold an- 4 similar electrical appliances - Part 2-35: Particular requirements for instantaneous water 
heaters, as published by Government Notice No. 1436 of 13 August 1993. 

3.3.2.28 Particular requirements for commercial electric cooking ranges, ovens, hobs and hob 
elements 

Commercial electric cooking ranges, ovens, hobs and hob elements shall comply with the requirements 
of SABS IEC 335-2-36, Safety of household and similar electrical appliances - Part 2-36: Particular 
requirements for commercial electric cooking ranges, ovens, hobs and hob elements, as published by 
Government Notice No. 1436 of 13 August 1993. 

3.3.2.29 Particular requirements for commercial electric deep fat fryers 

Commercial electric deep fat fryers shall comply with the requirements of SABS IEC 335-2-37, Safety 
of household and similar electrical appliances - Part 2-37: Particular requirements for commercial electric 
deep fat fryers, as published by Government Notice No. 68 of 26 January 1996. 

3.3.2.30 Particular requirements for commercial electric griddles and griddle grills 

Commercial electric griddles and griddle grills shall comply with the requirements of SABS IEC 335-2-38, 
Safety of household and similar electrical appliances - Part 2-38: Particular requirements for commercial 
electric griddles and griddle grills, as published by Government Notice No. 68 of 26 January 1996. 

3.3.2.31 Particular requirements for commercial electric multi-purpose cooking pans 

Commercial electric multi-purpose cooking pans shall comply with the requirements of 
SABS IEC 335-2-39, Safety of household and similar electrical appliances - Part 2-39: Particular 
requirements for commercial electric multi-purpose cooking pans, as published by Government 
Notice No. 68 of 26 January 1996. 
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3.3.2.32 Particular requirements for electrical heat pumps, air-conditioners and dehumidifiers 

Electrical heat pumps, air-conditioners and dehumidifiers shall comply with the requirements of 
SABS EC 335-2-40, Safety of household and similar electrical appliances - Part 2-40: Particular require- 
ments for electrical heat pumps, air-conditioners and dehumidifiers, as published by Government Notice 
No. 1579 of 13 October 1995. 

3.3.2.33 Particular requirements for electric pumps for liquids having a temperature not 
exceeding 35 °C 

Electric pumps for liquids having a temperature not exceeding 35 °C shall comply with the requirements 
of SABS IEC 335-2-41 , Safety of household and similar electrical appliances - Part 2-41: Particular 
requirements for electric pumps for liquids having a temperature not exceeding 35 °C, as published by 
Government Notice No. 68 of 26 January 1996. 

3.3.2.34 Particular requirements for commercial electric forced convection ovens, steam cookers 
and steam-convection ovens 

Commercial electric forced convection ovens, steam cookers and steam-convection ovens shall comply 
with the requirements of SABS IEC 335-2-42, Safety of household and similar electrical appliances - 
Part 2-42: Particular requirements for commercial electric forced convection ovens, steam cookers and 
steam-convection ovens, as published by Government Notice No. 68 of 26 January 1996. 

3.3.2.35 Particular requirements for clothes dryers and towel rails 

Clothes dryers and towel rails shall comply with the requirements of SABS IEC 335-2-43, Safety of 
household and similar electrical appliances - Part 2-43: Particular requirements for clothes dryers and 
towel rails, as published by Government Notice No. 68 of 26 January 1996. 

3.3.2.36 Particular requirements for electric ironers 

Electric ironers shall comply with the requirements of SABS IEC 335-2-44, Safety of household and 
similar electrical appliances - Part 2-44: Particular requirements for electric ironers, as published by 
Government Notice No. 68 of 26 January 1996. 

3.3.2.37 Particular requirements for portable electric heating tools and similar appliances 

Portable electric heating tools and similar appliances shall comply with the requirements of 
SABS IEC 335-2-45, Safety of household and similar electrical appliances - Part 2-45: Particular require- 
ments for portable electric heating tools and similar appliances, as published by Government Notice 
No. 68 of 26 January 1 996. 

3.3.2.38 Particular requirements for commercial electric boiling pans 

Commercial electric boiling pans shall comply with the requirements of SABS IEC 335-2-47, Safety of 
household and similar electrical appliances - Part 2-47: Particular requirements for commercial electric 
boiling pans, as published by Government Notice No. 68 of 26 January 1996. 

3.3.2.39 Particular requirements for commercial electric grillers and toasters 

Commercial electric grillers and toasters shall comply with the requirements of SABS IEC 335-2-48, 
Safety of household and similar electrical appliances - Part 2-48: Particular requirements for commercial 
electric grillers and toasters, as published by Government Notice No. 68 of 26 January 1996. 

3.3.2.40 Particular requirements for commercial electric hot cupboards 

Commercial electric hot cupboards shall comply with the requirements of SABS IEC 335-2-49, Safety 
of household and similar electrical appliances - Part 2-49: Particular requirements for commercial electric 
hot cupboards, as published by Government Notice No. 68 of 26 January 1996. 
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3.3.2.41 Particular requirements for commercial electric bains-marie 

Commercial electric bains-marie shall comply with the requirements of SABS IEC 335-2-50, Safety of 
household and similar electrical appliances - Part 2-50: Particular requirements for commercial electric 
bains-marie, as published by Government Notice No. 1992 of 29 December 1995. 

3.32.42 Particular requirements for stationary circulation pumps for heating and service water 
installations 

Stationary circulation pumps for heating and service water installations shall comply with the require- 
ments of SABS IEC 335-2-51, Safety of household and similar electrical appliances - Part 2-51: 
Particular requirements for stationary circulation pumps for heating and service water installations, as 
published by Government Notice No. 68 of 26 January 1996. 

3.3.2.43 Particular requirements for oral hygiene appliances 

Oral hygiene appliances shall comply with the requirements of SABS IEC 335-2-52, Safety of household 
and similar electrical appliances - Part 2-52: Particular requirements for oral hygiene appliances, as 
published by Government Notice No. 68 of 26 January 1996. 

3.3.2.44 Particular requirements for electric sauna heating appliances 

Electric sauna heating appliances shall comply with the requirements of SABS IEC 335-2-53, Safety of 
household and similar electrical appliances - Part 2-53: Particular requirements for electric sauna 
heating appliances, as published by Government Notice No. 68 of 26 January 1996. 

3.3.2.45 Particular requirements for general purpose cleaning appliances 

General purpose cleaning appliances shall comply with the requirements of SABS IEC 335-2-54, Safety 
of household and similar electrical appliances - Part 2-54: Particular requirements for general purpose 
cleaning appliances, as published by Government Notice No. 68 of 26 January 1996. 

3.3.2.46 Particular requirements for electrical appliances for use with aquariums and garden 
ponds 

Electrical appliances for use with aquariums and garden ponds shall comply with the requirements of 
SABS IEC 335-2-55 f Safely of household and similar electrical appliances - Part 2-55: Particular require- 
ments for electrical appliances for use with aquariums and garden ponds, as published by Government 
Notice No. 68 of 26 January 1996. 

3.3.2.47 Particular requirements for projectors and similar appliances 

Projectors and similar appliances shall comply with the requirements of SABS IEC 335-2-56, Safety of 
household and similar electrical appliances - Part 2-56: Particular requirements for projectors and similar 
appliances, as published by Government Notice No. 68 of 26 January 1996. 

3.32.48 Particular requirements for ice-cream appliances with incorporated motor-compressors 

Ice-cream appliances with incorporated motor-compressors shall comply with the requirements of 
SABS IEC 335-2-57, Safety of household and similar electrical appliances - Part 2-57: Particular require- 
ments for ice-cream appliances with incorporated motor-compressors, as published by Government 
Notice No, 68 of 26 January 1996. 

3.3.2.49 Particular requirements for commercial electric dishwashing machines 

Commercial electric dishwashing machines shall comply with the requirements of SABS IEC 335-2-58, 
Safety of household and similar electrical appliances - Part 2-58: Particular requirements for commercial 
electric dishwashing machines, as published by Government Notice No. 68 of 26 January 1996. 
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3.3.2.50 Particular requirements for insect killers 

Insect killers shall comply with the requirements of SABS IEC 335-2-59, Safety of household and similar 
electrical appliances -Part 2-59: Particular requirements for insect killers, as published by Government 
Notice No. 68 of 26 January 1996. 

3.3.2.51 Particular requirements for whirlpool baths and similar equipment 

Whirlpool baths and similar equipment shall comply with the requirements of SABS IEC 335-2-60, Safety 
of household and similar electrical appliances - Part 2-60: Particular requirements for whirlpool baths 
and similar equipment* as published by Government Notice No. 68 of 26 January 1996. 

3.3.2.52 Particular requirements for thermal storage room heaters 

Thermal storage room heaters shall comply with the requirements of SABS IEC 335-2-61 , Safety of 
household and similar electrical appliances - Part 2-6 1 ; Particular requirements for thermal storage room 
heaters, as published by Government Notice No. 68 of 26 January 1 996. 

3.3.2.53 Particular requirements for commercial electric rinsing sinks 

Commercial electric rinsing sinks shall comply with the requirements of SABS IEC 335-2-62, Safety of 
household and similar electrical appliances - Part 2-62: Particular requirements for commercial electric 
rinsing sinks, as published by Government Notice No. 68 of 26 January 1996. 

3.3.2.54 Particular requirements for commercial electric water boilers and liquid heaters 

Commercial electric water boilers and liquid heaters shall comply with the requirements of 
SABS IEC 335-2-63, Safety of household and similar electrical appliances - Part 2-63: Particular require- 
ments for commercial electric water boilers and liquid heaters* as published by Government Notice 
No. 68 of 26 January 1996. 

3.3.2.55 Particular requirements for commercial electric kitchen machines 

Commercial electric kitchen machines shall comply with the requirements of SABS IEC 335-2-64, Safety 
of household and similar electrical appliances - Part 2-64: Particular requirements for commercial electric 
kitchen machines, as published by Government Notice No. 68 of 26 January 1 996. 

3.3.2.56 Particular requirements for air-cleaning appliances 

Air-cleaning appliances shall comply with the requirements of SABS IEC 335-2-65, Safety of household 
and similar electrical appliances - Part 2-65; Particular requirements for air-cleaning appliances, as 
published by Government Notice No- 68 of 26 January 1996. 

3.3.2.57 Particular requirements for water-bed heaters 

Water-bed heaters shall comply with the requirements of SABS IEC 335-2-66, Safety of household and 
similar electrical appliances - Part 2-66: Particular requirements for water-bed heaters, as published by 
Government Notice No. 68 of 26 January 1996. 

3.3.2.58 Particular requirements for floor treatment and floor cleaning machines, for industrial 
and commercial use 

Floor treatment and floor cleaning machines, for industrial and commercial use, shall comply with the 
requirements of SABS IEC 335-2-67, Safety of household and similar electrical appliances - Part 2-67: 
Particular requirements for floor treatment and floor cleaning machines, for industrial and commercial 
use, as published by Government Notice No. 68 of 26 January 1996. 
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3.3.2.59 Particular requirements for spray extraction appliances, for industrial and commercial 
use 

Spray extraction appliances, for industrial and commercial use, shall comply with the requirements of 
SABS IEC 335-2-68, Safety of household and similar electrical appliances - Part 2-68: Particular require- 
ments for spray extraction appliances, for industrial and commercial use, as published by Government 
Notice No. 68 of 26 January 1996. 

3.3.2.60 Particular requirements for wet and dry vacuum cleaners, including power brush, for 
industrial and commercial use 

Wet and dry vacuum cleaners, including power brush, for industrial and commercial use, shall comply 
with the requirements of SABS IEC 335-2-69, Safety of household and similar electrical appliances - 
Part 2-69: Particular requirements for wet and dry vacuum cleaners, including power brush, for industrial 
and commercial use, as published by Government Notice No. 68 of 26 January 1 996. 

3.3.2.61 Particular requirements for milking machines 

Milking machines shall comply with the requirements of SABS IEC 335-2-70, Safety of household and 
similar electrical appliances - Part 2-70: Particular requirements for milking machines, as published by 
Government Notice No. 68 of 26 January 1 996. 

3.3.2.62 Particular requirements for electrical heating appliances for breeding and rearing animals 

Electrical heating appliances for breeding and rearing animals shall comply with the requirements of 
SABS IEC 335-2-71 , Safety of household and similar electrical appliances - Part 2-71 : Particular require- 
ments for electrical heating appliances for breeding and rearing animals, as published by Government 
Notice No. 68 of 26 January 1996. 

3.3.2.63 Particular requirements for fixed immersion heaters 

Fixed immersion heaters shall comply with the requirements of SABS IEC 335-2-73, Safety of household 
and similar electrical appliances - Part 2-73: Particular requirements for fixed immersion heaters, as 
published by Government Notice No. 68 of 26 January 1996. 

3.3.2.64 Particular requirements for portable immersion heaters 

Portable immersion heaters shall comply with the requirements of SABS IEC 335-2-74, Safety of house- 
hold and similar electrical appliances - Part 2-74: Particular requirements for portable immersion heaters, 
as published by Government Notice No. 68 of 26 January 1996. 

3.32.65 Requirements for household and similar electrical appliances not covered by 3.3.2.1 to 
3.3.2,64 

Household and similar electrical appliances not covered by 3.3.2.1 to 3.3.2.64 shall comply with the 
applicable requirements of SABS IEC 335-1 , Safety of household and similar electrical appliances - 
Part 1: General requirements, as published by Government Notice No. 1436 of 13 August 1993. 

3.3.3 Particular requirements for luminaires 

Luminaires shall comply with the requirements of SABS 1464-1 , Safety of luminaires - Part 1: Fixed 
general-purpose luminaires, as published by Government Notice No. 1141 of 12 July 1996, Part 2: 
Recessed luminaires. Part 4: Portable general-purpose luminaires, Part 5: Floodlights, Part 6: Luminaires 
with built-in transformers for filament lamps, Part 7: Portable luminaires for garden use, Part 8: Hand- 
lamps, Part 9: Photo and film luminaires (non-professional), Part 10: Portable child-appealing luminaires, 
Part 18: Luminaires for swimming pools and similar applications, Part 20: Lighting chains, Part 22: Lumi- 
naires for emergency lighting, as published by Government Notice No. 841 of 24 May 1 996, and Part 19: 
Air-handling luminaires, as published by Government Notice No. 1585 of 4 October 1996. 
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3.3.4 Requirements for hand-held motor-operated electric tools 

3.3.4.1 Particular requirements for drills 

Drills shall comply with the requirements of SABS IEC 745-2-1, Safety of hand-held motor-operated 
electric tools - Part 2-1 ': Particular requirements for drills, as published by Government Notice No. 1436 
of 13 August 1993. 

3.3.4.2 Particular requirements for screwdrivers and impact wrenches 

Screwdrivers and impact wrenches shall comply with the requirements of SABS IEC 745-2-2, Safety of 
hand-held motor-operated electric tools - Part 2-2: Particular requirements for screwdrivers and impact 
wrenches, as published by Government Notice No. 1 436 of 13 August 1993. 

3.3.4.3 Particular requirements for grinders, polishers and disk-type sanders 

Grinders, polishers and disk-type sanders shall comply with the requirements of SABS IEC 745-2-3, 
Safety of hand-held motor-operated electric tools - Part 2-3: Particular requirements for grinders, 
polishers and disk-type sanders, as published by Government Notice No. 1 436 of 13 August 1993. 

3.3.4.4 Particular requirements for sanders 

Sanders shall comply with the requirements of SABS IEC 745-2-4, Safefy of hand-held motor-operated 
electric tools - Part 2-4: Particular requirements for sanders, as published by Government Notice 
No. 1436 of 13 August 1993. 

3.3.4.5 Particular requirements for circular saws and circular knives 

Circular saws and circular knives shall comply with the requirements of SABS IEC 745-2-5, Safety of 
hand-held motor-operated electric tools - Part 2-5: Particular requirements for circular saws and circular 
knives, as published by Government Notice No. 1436 of 13 August 1993. 

3.3.4.6 Particular requirements for hammers 

Hammers shall comply with the requirements of SABS IEC 745-2-6, Safety of hand-held motor-operated 
electric tools - Part 2-6: Particular requirements for hammers, as published by Government Notice 
No. 1436 of 13 August 1993. 

3.3.4.7 Particular requirements for spray guns for non-flammable liquids 

Spray guns for non-flammable liquids shall comply with the requirements of SABS IEC 745-2-7, Safety 
of hand-held motor-operated electric tools - Pan 2-7: Particular requirements for spray guns for non- 
flammable liquids, as published by Government Notice No. 1436 of 13 August 1993. 

3.3.4.8 Particular requirements for sheet metal shears 

Sheet metal shears shall comply with the requirements of SABS IEC 745-2-8, Safety of hand-held motor- 
operated electric tools - Part 2-8: Particular requirements for sheet metal shears, as published by 
Government Notice No. 1436 of 13 August 1993. 

3.3.4.9 Particular requirements for tappers 

Tappers shall comply with the requirements of SABS IEC 745-2-9, Safety of hand-held motor-operated 
electric tools - Part 2-9: Particular requirements for tappers, as published by Government Notice 
No. 1436 of 13 August 1993. 

3.3.4.10 Particular requirements for reciprocating saws (jig and sabre saws) 

Reciprocating saws (jig and sabre saws) shall comply with the requirements of SABS IEC 745-2-1 1, 
Safety of hand-held motor-operated electric tools - Part 2-11: Particular requirements for reciprocating 
saws (jig and sabre saws), as published by Government Notice No. 1436 of 13 August 1993. 
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3.3.4.1 1 Particular requirements for concrete vibrators (internal vibrators) 

Concrete vibrators (internal vibrators) shall comply with the requirements of SABS I EC 745-2-1 2, Safety 
of hand-held motor-operated electric tools - Part 2-12: Particular requirements tor concrete vibrators 
(internal vibrators), as published by Government Notice No, 1436 of 13 August 1993. 

3.3.4.12 Particular requirements for chain saws 

Chain saws shall comply with the requirements of SABS IEC 745-2-13, Safety of hand-held motor- 
operated electric tools - Part 2-1 3: Particular requirements for chain saws, as published by Government 
Notice No. 1436 of 13 August 1993. 

3.3.4.13 Particular requirements for planers 

Planers shall comply with the requirements of SABS IEC 745-2-1 4, Safety of hand-held motor-operated 
electric tools - Part 2-14: Particular requirements for planers, as published by Government Notice 
No. 1436 of 13 August 1993. 

3.3.4.14 Particular requirements for hedge trimmers and grass shears 

Hedge trimmers and grass shears shall comply with the requirements of SABS IEC 745-2-15, Safety of 
hand-held motor-operated electric tools - Part 2-15: Particular requirements for hedge trimmers and 
grass shears, as published by Government Notice No. 1436 of 13 August 1993. 

3.3.4.15 Particular requirements for routers and trimmers 

Routers and trimmers shall comply with the requirements of SABS IEC 745-2-17, Safety of hand-held 
motor-operated electric tools - Part 2-1 7: Particular requirements for routers and trimmers, as published 
by Government Notice No. 1436 of 13 August 1993. 

3.3.4.16 Hand-held motor-operated electric tools not covered by 3.3.4.1 to 3.3A15 

Hand-held motor-operated electric tools not covered by 3.3.4.1 to 3.3.4.15 shall comply with the 
applicable requirements of SABS IEC 745-1 , Safety of hand-held motor-operated electric tools - Part 1: 
General requirements, as published by Government Notice No. 1436 of 13 August 1993. 

3.3.5 Particular requirements for safety of information technology equipment, including 
electrical business equipment 

Information technology equipment, including electrical business equipment, shall comply with the require- 
ments of SABS IEC 950, Safety of information technology equipment, including electrical business equip- 
ment, as published by Government Notice No. 1436 of 13 August 1993. 

3.3.6 Particular requirements for safety of electrically heated blankets, pads and similar 
flexible heating appliances for household use 

Electrically heated blankets, pads and similar flexible heating appliances for household use shall comply 
with the requirements of SABS IEC 967, Safety of electrically heated blankets, pads and similar flexible 
heating appliances for household use, as published by Government Notice No. 1436 of 13 August 1993. 

3.3.7 Requirements for safety of transportable motor-operated electric tools 
3.3.7.1 Particular requirements for circular saws 

Circular saws shall comply with the requirements of SABS IEC 1 029-2-1 , Safety of transportable motor- 
operated electric tools - Part 2- 1 : Particular requirements for circular saws, as published by Government 
Notice No. 68 of 26 January 1996. 
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3.3.7.2 Particular requirements for radial arm saws 

Radial arm saws shall comply with the requirements of SABS IEC 1029-2-2, Safety of transportable 
motor-operated electric tools - Part 2-2: Particular requirements for radial arm saws, as published by 
Government Notice No. 68 of 26 January 1996. 

3.3.7.3 Particular requirements for planers and thicknessers 

Planers and thicknessers shall comply with the requirements of SABS IEC 1 029-2-3, Safety of transport- 
able motor-operated electric tools - Part 2-3: Particular requirements for planers and thicknessers, as 
published by Government Notice No. 68 of 26 January 1996. 

3.3.7.4 Particular requirements for bench grinders 

Bench grinders shall comply with the requirements of SABS IEC 1029-2-4, Safety of transportable motor- 
operated electric tools - Part 2-4: Particular requirements for bench grinders, as published by Govern- 
ment Notice No. 68 of 26 January 1996. 

3.3.7.5 Particular requirements for band saws 

Band saws shall comply with the requirements of SABS IEC 1 029-2-5, Safety of transportable motor- 
operated electric tools - Part 2-5: Particular requirements for band saws, as published by Government 
Notice No. 68 of 26 January 1 996. 

3.3.7.6 Particular requirements for diamond drills with water supply 

Diamond drills with water supply shall comply with the requirements of SABS IEC 1029-2-6, Safety of 
transportable motor-operated electric tools - Part 2-6: Particular requirements for diamond drills with 
water supply, as published by Government Notice No. 68 of 26 January 1 996. 

3.3.7.7 Particular requirements for diamond saws with water supply 

Diamond saws with water supply shall comply with the requirements of SABS IEC 1029-2-7, Safety of 
transportable motor-operated electric tools - Part 2-7: Particular requirements for diamond saws with 
water supply, as published by Government Notice No. 68 of 26 January 1996. 

3.3.7.8 Transportable motor-operated electric tools not covered by 3.3.7.1 to 3.3.7.7 

Transportable motor-operated electric tools not covered by 3.3.7.1 to 3.3.7.7 shall comply with the appli- 
cable requirements of SABS IEC 1029-1 , Safety of transportable motor-operated electric tools - Part 1: 
General requirements, as published by Government Notice No. 1436 of 13 August 1993. 
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Notice 

This specification is declared compulsory in accordance with the provisions of section 22 of the Standards 
Act, 1993 (Act 29 of 1993), for commodities covered by this specification and the provisions of section 23 
of the Standards Act apply. 

The requirements for the various commodities covered by this specification will be implemented as set 
out below. 

The requirements of the following subsections of this compulsory specification will be implemented 
one year after the date of publication of this compulsory specification: 



3.3.1 


3.3.2.22 


3.3.4.9 


3.3.2.1 


3.3.2.23 


3.3.4.10 


3.3.2.2 


3.3.2.24 


3.3.4.11 


3.3.2.3 


3.3.2.26 


3.3.4.12 


3.3.2.4 


3.3.2.27 


3.3.4.13 


3.3.2.6 


3.3.2.32 


3.3.4.14 


3.3.2.7 


3.3.2.37 


3.3.4.15 


3.3.2.8 


3.3.2.61 


3.3.4.16 


3.3.2.9 


3.3.2.64 


3.3.5 


3.3.2.10 


3.3.3 


3.3.6 


3.3.2.11 


3.3.4.1 


3.3.7.1 


3.3.2.12 


3.3.4.2 


3.3.7.2 


3.3.2.14 


3.3.4.3 


3.3.7.3 


3.3.2.15 


3.3.4.4 


3.3.7.4 


3.3.2.17 


3.3.4.5 


3.3.7.5 


3.3.2.18 


3.3.4.6 


3.3.7.6 


3.3.2.19 


3.3.4.7 


3.3.7.7 


3.3.2.21 


3.3.4.8 





The requirements of the following subsections of this compulsory specification will be implemented two 
years after the date of publication of this compulsory specification: 



3.3.2.5 


3.3.2.33 


3.3.2.47 


3.3.2.13 


3.3.2.36 


3.3.2.50 


3.3.2.20 


3.3.2.44 


3.3.2.62 


3.3.2.25 


3.3.2.46 


3.3.2.63 



The requirements of the following subsections of this compulsory specification will be implemented three 
years after the date of publication of this compulsory specification: 



3.3.2.16 


3.3.2.41 


3.3.2.54 


3.3.2.28 


3.3.2.42 


3.3.2.55 


3.3.2.29 


3.3.2.43 


3.3.2.56 


3.3.2.30 


3.3.2.45 


3.3.2.57 


3.3.2.31 


3.3.2.48 


3.3.2.58 


3.3.2.34 


3.3.2.49 


3.3.2.59 


3.3.2.35 


3.3.2.51 


3.3.2.60 


3.3.2.38 


3.3.2.52 


3.3.2.65 


3.3.2.39 


3.3.2.53 


3.3.7.8 


3.3.2.40 







